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pliance by the applicant with the rates, rules, and regulations of the com-
pany, and after the approval of the application by the company endorsed
thereon.
The application shall state the name of the owner of the premises, the
character and extent of the service desired, a description of the premises,
including the name of the street and house number, if any, the number
and kind of fixtures through which water will be supplied and such other
information as may reasonably be required by the Water Company to
enable it to give the desired service.
Such application may be in substantially the following form:
Plant ....... .. ............................... Tap  No  .-.-.-...............
APPLICATION FOR SERVICE
The undersigned hereby requests to be supplied with water by the
....................................for the purpose
shown hereon, and none other, for which I agree to pay monthly at the
regular schedule of rates for a term of not less than.-..--..----............months,
and to comply with the rules and regulations of the company, making
them a part of this agreement. I agree to claim no damage on account of
the stoppage of the flow of water resulting from accident, or where neces-
sary to make alterations, repairs or improvements, and I agree to keep all
plumbing and fixtures on my premises in repair and promptly stop all
leaks. I further agree to pay the water rent for the premises subscribed
for by me at the office of the company until I order the water cut off,
or give notice to the company of removal from said premises. For failure
to comply with this agreement, or any part thereof, the company may
cut off the water from such premises without notice to me, except in case
of cut off for non-payment of bills, at least twenty-four (24) hours notice
shall be given, and discontinue the service regardless of any deposits which
may be held by the company to secure the payment upon final accounting.
Nature of Service.-. --    ---.......... Name......................
No. Openings ----------...................... No. Rooms --------------- Street ................
Rate --.--........... Deposit ........... Meter ......... No . ........ Size .---..-..-
Location Stop Box .........Fixtures .........--- Remarks ............
Approved................................... 19 3......
By  .................... -----............. ........--
Signed  ---.-   . -...................... _..........
Applicant
(Filed, secretary state's office-August 4, 1937.)
3. Change in tenancy or service.-A new application must be made
and approved by the company upon any change in tenancy, or in the
service, as described in the application, and the company shall have the
right to discontinue the water supply until such new application is made
and approved. Should a new consumer, occupying such premises fail to
apply to the company for water service within forty-eight (48) hours


